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Power: - Steam 

American Railway Publishing Co. 
New York City, 

October 19, 1887 


Hon. Daniel M. Fox, 
Superintendent of the Mint, 
Philadelphia, Pa., 


Dear Sir: 


Can you furnish me with photographs or cuts of the new steam plant in the Philadelphia 
Mint? Or with a description of the different parts of it? I should like to illustrate it in Power. 


I am, very respectfully, 
A.D. Risteen, 
Ed. Power. 


